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Need an impedance meter? 
Teledyne Avionics offers a choice. 


e All standard testing capabilites 

yystem expansion capability with accessory plotter. 

Avionics’ TA-2C. 

e All standard testing capabilities including T , Contra- 
Function Test and tactual responses. 

e Unique automatic pressure sweep. 

Whether you need a ostic or clinical impedance meter, Lone a 

digital and analog accuracy to perform critical diagnostic testing. 

Avionics’ audiometers and ERA instruments, write 


TELEDYNE AVIONICS 


P.O. Box 6400 
Charlottesville, VA 22906 
(804) 973-3311 
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